From: Borne, Alan (DPH) 

Sent: Monday, July 28, 2008 9:08 AM 

To: Lungelow, Rita (DPH); Phillips, Charlene (DPH); Zanolli, Janice (DPH) 

Cc: Hankerson, Jacqueline (DPH); Peppe, Joseph (DPH); Dumas, Bill (DPH); Boyd, Rozelta 

(DPH) 

Subject: SLIS & FoxPro STD codes 


Hello All, 

Attached is a new list with the codes for the sites submitting samples for CT and/or CT/GC testing. There have been some 
changes, most notably Brockton Family Planning is V596 and Hull Teen & Women’s Health is 5003. If you notice any 
mistakes or discrepancies please notify Jacqui and Bill Dumas. 

Thank you, 

Alan 
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